TABLE I 


Manufacturer 
AMERICAN BRANDS 


BROWN AND WILLIAMSON 


LIGGETT 


LORILLARD 


*None detected 


DOMESTIC BRANDS 



Date 

CF, 

Brand 

Tested 

ppm 

Carlton 85 

3/82 

N.D. * 

Carlton 100 

3/82 

N.D. * 

Carlton Slims Deluxe 100’s (Box) 
Carlton Slims Deluxe Menthol 

1983 

N.D. * 

100's (Box) 

1983 

N.D. * 

Lucky Strike Filter 85 (Box) 

12/81 

N.D.* 

Lucky Strike Filter 8 5 (Soft Pack) 

12/81 

<10 

Lucky Strike Lights 85 

1983 

N.D. * 

Lucky Strike Lights 100 

1983 

N.D. * 

Pall Mall Non-Filter 85 

9/82 

N. D. * 

Pall Mall 100 

4/83 

N.D. * 

Pall Mall Extra Light 85 

9/82 

N.D. * 

Tareyton 85 

2/83 

N.D.* 

Tareyton Lights 85 

2/83 

N.D. * 

Barclay 80 Box 

1/83 

<10 

Barclay 85 

2/83 

<5 

Barclay 85 Menthol 

2/83 

< 5 

Barclay 100 Menthol 

4/83 

<5 

Kool 80 (Box) 

11/81 

N.D. * 

Kool Filter Kings 85 

4/82 

N.D.* 

Kool Lights 85 

4/82 

N.D. * 

Kool Milds 85 

4/82 

N.D. * 

Kool Super Lights 85 

11/81 

N.D.* 

Kool Super Lights 100 

2/82 

N.D. * 

Kool Ultra 85 

11/81 

N.D. * 

Kool Ultra 100 

2/82 

N.D.* 

Raleigh Lights 85 

2/82 

N.D.* 

Richland 85 (25 Pack) 

1983 

N.D. * 

Richland 85 Menthol (25 Pack) 

1983 

N. D. * 

Viceroy Rich Lights 85 

2/83 

N.D. * 

Eve Lights 120 Menthol 

2/83 

N.D,* 

Lark 85 

2/82 

N.D. * 

L 8 M Flavor Lights 85 

4/83 

N.D. * 

L E) M Superior 8 5 

1983 

N.D. * 

Kent 8 5 

2/83 

N.D. * 

Kent III 85 

11/81 

N.D.* 

Kent 100 

5/82 

N.D. * 

Kent Golden Lights 85 

2/83 

N.D.* 

Kent Golden Lights 100 

11/81 

N.D. * 

Newport Menthol 85 

2/83 

N. D . * 

Old Gold Filter 85 

9/82 

N.D.* 

Triumph 85 

11/81 

N.D. * 

Triumph 100 

11/81 

N.D. * 

True 85 

3/82 

N.D.* 

True Menthol 85 

4/82 

N.D, * 


PM3000831078 


Source: https://www.industrydocuments.ucsf.edu/docs/hlpk0001 






TABLE I (continued) 


DOMESTIC BRANDS 



Date 

CF, 

Manufacturer Brand 

Tested 

ppm 

REYNOLDS Bright Menthol 85 

4/83 

15 

Bright Menthol 100 

4/83 

10 

Camel 70 (Non-Filter) 

3/82 

N.D. * 

Camel 85 

3/82 

N.D. * 

Camel Lights 80 Box 

3/82 

N.D.* 

Camel Lights 85 

3/82 

N.D. * 

Century 100 (25 Pack) 

1983 

N.D. * 

Century Lights 100 (25 Pack) 

1983 

N.D. * 

Doral II 85 

2/83 

15 

Doral II Menthol 85 

2/83 

30 

More Lights 100 

5/82 

<10 

More 120 

3/82 

<10 

Now 80 (Box) 

2/83 

140 

Now 8 5 

2/83 

50 

Now 100 

2/83 

40 

Now Menthol 85 

2/83 

10 

Now Menthol 100 

2/8 3 

10 

Salem 85 

4/82 

N.D. * 

Salem 100 

11/81 

N.D. * 

Salem Lights 100 

11/81 

N.D. * 

Salem Ultra Lights 85 

2/83 

15 

Salem Ultra Lights 100 

4/82 

<10 

Salem Slims Lights 100 

2/83 

15 

Sterling Special Blend 100 (Box) 

1983 

N. D. * 

Sterling Special Blend 



Menthol 100 (Box) 

1983 

N.D. * 

Vantage 85 

2/83 

20 

Vantage 100 

2/83 

20 

Vantage Menthol 85 

2/83 

25 

Vantage Menthol 100 

2/83 

25 

Vantage Ultra Lights 85 

4/83 

20 

Vantage Ultra Lights 100 

2/83 

20 

Vantage Ultra Lights Menthol 85 

7/82 

<10 

Vantage Ultra Lights Menthol 100 

2/83 

20 

Winston 85 

2/83 

N.D. * 

Winston Lights 85 

3/82 

N.D. * 

Winston Ultra Lights 85 

4/83 

15 

Winston Ultra Lights 100 

3/82 

<10 

*None detected 



- - 


PM3000831079 


Source: https://www.industrydocuments.ucsf.edu/docs/hlpk0001 



